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SERIES II NON-CPU DIAGNOSTIC TAPE INDEX 



1. 


) PD411A 


2. 


) PD419A 


3. 


) PD421A 


4. 


) PD422A; C 


5. 


) ?D423A 


6.. 


) PD424A 


7.; 


) PD425A 


10.; 


) PD427A 


11.: 


> PD428A 


12.: 


) PD429A 


13.: 


1 PD430A 


14.: 


) PD431A 


15.: 


> PD432A 


16.) 


PD433A 


170 


PD434A 


18.) 


PD434B 


20.) 


PD435A 


21.) 


PD438A 


22.) 


PD439A 



Sleuth 

7905 Diagnostic 

Memory Diagnostic 

Mulitplexed Channel Diagnostic 

Disc File Diagnostic 

Cartridge Disc Diagnostic 

System Clock/Console I/F Diagnostic 

Terminal Data Interface Test 

Fixed Head Disc Diagnostic 

Selector Channel Diagnostic 

Fault Correcting Mem. Diagnostic 

EIS Diagnostic 

Hardwired Serial I/F Diagnostic 

Mag Tape Diagnostic 

30055A Sync. Single Line Ctrl. Test 

30055A Opt. 001 Async. Single Line Ctrx Test 

U. I. Diagnostic 

Terminal Controller Interface Test 

30226A Plotter Interface Test 



